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DD/S 68-3945 


> AUG 

■ 1 966 


2 AUG 1968 


MEMORANDUM FOR: Director of Medical Services 


John: 


Reference DD/S 68-3744, subject ”IG Survey 
of the Office of Medical Services,” Colonel White has asked for 
comment and action report prior to the end of August. Mr. Bannerman 
will want to talk to you about the report soon, probably toward the 
end of next week to check reactions and to set up an action plan . 


25X1A 


Acting deputy Director 
for Support 
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V.JL, | 
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TRANSMITTAL L .P 

DATE 

2 August 1068 

/] 

TO: 

j>/m 


ROOM NO. 

REMARKS: 

BUILDING " ^ 



10 Report has been seen thus 
far by C/OB, A-ga/ga and C/.AES. it is 
presently with AC/CD^nd must be seen 
yet by 0/B5, C/SFC and C/FSfl. 


Jean 

NOTE : D/MS met with Mr* Bannerman 
and Mr. Coffey to discuss the IG Report 
Tuesday , 13 Aug 68 at 1545 hours. 
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FROM: 

ROOM NO. 

BUILDING 

EXTENSION 


FORM NO . 
1 FEB 55 
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REPLACES FORM 36-8 
WHICH MAY BE USED. 
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